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Abstract — This research work presents a method to design 
FIR filter with the optimized filter coefficients using Genetic 
Algorithm (GA). The coefficient is been represented by using 
Canonical Signed Digit (CSD) format. The CSD format 
representation is been chosen to reduce the hardware 
complexity and hardware cost. The goal of this research is to 
select a best coefficient for the filter design and the wordlength 
reduction in the coefficient, so that the desirable magnitude 
response is been met with the hardware complexity. The 
obtained Genetic Algorithm (GA) results are compared with 
windowing technique’s results & park.Mc.clellan’s or 
equiripple algorithm results. The implementation is done using 
MATLAB. 

Index Terms — Canonical Signed Digit (CSD), Equiripple 
algorithm, Genetic Algorithm(GA), optimization. 


I. Introduction 

In this paper, FIR filters would be favored on account of 
their features like stability& linear phase. A FIR’s usage noise 
characteristics are easy to model & because of its all zero 
stmcture, it has a linear phase response. However for 
administering this, one must pay those value in the form of 
vast number of multipliers, due to this vast number for 
multipliers the speed of the processor will be reduced, thereby 
expanding the equipment cosset additionally. [1]. To beat 
this, the coefficients are represented in CSD format. This 
design need no multipliers so, hardware complexity may be 
decreased and cosset may be also lessened What's more 
additionally is high speed requirements are satisfied. 

CSD format diminishes the multiplier operation to shift and 
add operations. Similarly as the multiplier is reduced to a 
minimum shift and add operations, the hardware complexity 
is also reduced, thereby reducing the hardware cost and 
automatically speed will be increased [1]. Therefore, in this 
paper we utilize CSD format to represent the coefficients. 
Along with the reduction of hardware complexity & hardware 
cost, filter coefficients optimization is a critical task. In this 
paper, for the optimization, a method was proposed, first of all 
the initial set of coefficients which are given as input to 
genetic algorithm are optimized filte coefficients obtained 
from equiripple algorithm because compared to coefficients 
obtained from windows technique equiripple algorithm 
results are more optimum according to the results obtained. 
Equiripple algorithm is used because equiripple outputs and 
genetic algorithm outputs are practically same if hardware 
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cost & complexity are not taken into consideration [2], that’s 
where genetic algorithm is needed. 

Idea behind the suggested technique is to optimize the filter 
coefficients simultaneously and also the hardware cost & 
complexity are taken consideration at the same time 
guaranteeing high speeds. 


II. WINDOW METHOD 

The simplest design of FIR filters is attained utilizing the 
windowing technique. In this technique, the design starts with 
an ideal desired frequency response which is given by[2] 

Hi (V") = _ ra hi [n] B-i™ (1) 

- h d [n] d[n] ( 2 ) 

Where hjM is the impulse response of the filter 
d[n] is the window function 
M«l is the windowed impulse response 
As a result, the frequency response of the windowed impulse 
response is the periodic convolution of the desired frequency 
response with the Fourier transform of the window and which 
is given by 

= e £ ^ (3) 

The frequency response of the approximation filter will be 
given by 

H (^*0 = e- iirr! *H w (V"} (4) 

where n d will be the essential time delay to present causality 
in the approximated filter. The filter designed by windowing 
technique will have greatest error on either side of the 
discontinuity of the ideal frequency response [2]. The length 
of the estimated filter (N) should be as short as possible. 
Furthermore, the windowing technique doesn't tolerate 
singular control over the close estimation errors in various 
bands. 

Preferred filters result from minimization of maximum error 
in both, the stop band and the pass band of the filter which 
leads to equiripple filters [2]. 

III. Equiripple algorithm 

Equiripple algorithm is also known as Park.Mc.Clellan’s 
algorithm. It is used to optimize the filter coefficients as it 
provides the optimum result when the hardware cost & 
complexity are not taken into consideration. In this algorithm 
the design of linear phase FIR filter is predicated on the 
min-max error paradigm i.e.., minimizing the maximum error 
possible [2], which there by produces the optimum result. The 
method implemented is an iterative numerical algorithm. It 
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converges very rapidly to the optimal solution. This method is 
very robust and is broadly utilized because of the optimum 
results (in spite of hardware complexity). In equiripple 
algorithm N (filter length) 

and the ratio <5p/<5s are fixed and it is considered as 
most popular approach because of its flexibility and 
computational efficiency [ 2 ]. 

The weighted error function is given by 

E(w) = (A(.w) -D(wJ) ( 5 ) 

Given, 

N -► filter length 

D(lm) -► desired (real valued) amplitude function 

W(&Ti -► non negative weighting function 


FIR filter’s amplitude response can be formulated as 
4(w) = ££ =0 a(n) cos («»-) (6) 


£>(*>) 



0 < < fit) 0 (pass band ) 

6t> 0 < a> < tt ( stop band') 


{ fcp 0 < o> < 

0 < £*> < 

< TT 

Where 0 < < w s < 

Maximum error 

l|£(w]IL = max WE[0Tr] |lF(wj (A(w) -D{j«0)| 


(7) 


The solution to this quandary is called best weighted 
approximation to D(co), similarly as it provides the optimum 
result and it also minimizes the maximum value of error 
(minmax solution) [4]. 

So, for computing this solution alteration theorem is used. 
Alteration theorem states that, \E(w)\ attains its maximum 
value at a minimum of M+2 points & the weighted error 
function alternates sign on at least M+2 of those points[4]. 
Let us say, 

R=M+2 

Where, R is a reference set 

£(";} = ct-l)‘lff(w)L (8) 

From eqn. (2), we can write the above equation as 

IVOiX/Kw;) -D(wj) - t-iys (9) 


X(w ; >-D(wO= ^ (10) 

The above equation represents interpolation problem, which 


can be represented in the matrix form as 


T cosVr\ ■■■ cosM lvl 

1 CDSV/ 2 ...CDSM m 

i/w^W 


r«mi 


[00*01 

1 cos\v R _..eosM wR 

-t-DVW'W 


. 5 . 




There will be an unique solution to this linear system of 
equations, that solution is taken as optimal minmax 
solution[4]. This utilization takes excessive amount of 
computer time and memory, so it is not very useful [3] & we 
cannot guarantee convergence in equiripple algorithm where 
as in genetic algorithm convergence is guaranteed. 

Algorithm steps are 

1. Interpolation can be repeated by taking new set of R 
points. 


2. Updating the reference (R) set till the desired 
optimized result is met. 

Those acquired equiripple coefficients are converted into 
Canonical Signed Digit (CSD) format. CSD format is used to 
represent the binary numbers. In this format, binary numbers 
are encoded in such a way that word has fewest number of non 
zero digits. This technique maps a tenary system to a binary 
system [5]. 

Properties of CSD are: 

1. No two consecutive bits in the encoded bit are non 

zeros. 

2. The encoded word should contain a minimum number 

of non-zero digits. 

For example, to represent 23 in CSD, csdigit(23) returns 
+0-00-. Where csdigit is a in-built function in MATLAB. 
CSD contains 33% fewer non-zero bits than 2’s complement 
digits [5]. 


IV. Genetic algorithm 

Offspring can be produced in more number by the 
organisms and the offspring produced can be similar to the 
parent organisms but some offspring can have similarities that 
none of the parent organism have due to mutations (random 
changes) and some characteristics are inherited through 
reproduction from parent organisms. The characteristics it has 
inherited through mutations and reproduction helps it to 
survive [ 6 ] or not to survive while undergoing through natural 
changes in the environment. To understand this adaptive 
process of nature and to apply it so that it’ll be desensitized to 
changes, John Holland (1970) developed algorithm called 
Genetic Algorithm (GA).It is a heuristic algorithm and it finds 
the optimal results by decreasing the value of objective 
function continuously. It provides both efficient & effective 
techniques for optimization. The major hindrance in the 
conventional application of GA is about the premature 
convergence, Whether those body of evidence happens. GA 
produces a sub-optimal result In there, may be no outside 
‘strength’ or ‘instruction’ which lead GA out of local 
optima[7] which is dealt in this method by iterating over 
population many times and simultaneously iterating different 
regions of population. 


Basic steps of GA are: 

A. A.Population 

Encode each bit as a gene and a string of genes are called as 
chromosome and set of chromosomes is called population. 
First step to start with is to initialize the population i.e., is 
called as initial population. 

B. Evaluation 

Each chromosome has to be assessed and to be assigned a 
value called fitness value, larger the fitness value, (that says 
i.e.., a good gene) probability will be more to select it for 
reproduction. Fitness is the measure of goodness of a 
chromosome. 

C. Selection 

The individual chromosomes which have best fitness 
values are selected and proceeded for next step called 
reproduction where blending of the both guardians would be 
carried to process new offspring’s [ 8 ]. Two regularly utilized 
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methods are ‘roulette wheel’ & ‘tournament’ selection Over 
roulette wheel, every individual will be allocated a sector 
(slice) size proportional to their fitness evaluated The wheel is 
then spun and the individual inverse to the marker turns into a 
standout amongst those as parents[2] .In this paper roulette 
wheel selection is used. 

D. Reproduction 

Two chromosomes which are selected based on the fitness 
value [9] from the population undergo a process called 
reproduction to produce offspring’s. Parents who have better 
fitness values have superior possibilities to be selected for 
production of finer offsprings. 

E. Crossover 

Choosing a random point and Splitting the parents at this 
crossover point and Creating children by trading their tails is 
called crossover process. Crossover probability is typically in 
the range (0.6, 0.9) [10]. Fig .1 describes the crossover 
process. It can be classified as 

a. Simple Crossover: The Process we discussed above is a 
simple crossover process[ 2 ]. 

b. Arithmetic Crossover : It is a process where two 
complimentary linear combinations of the parents were 
produced [ 2 ]. 

c. Heuristic Crossover : It gets profit from fitness information 
with furthermore extrapolation of the two individuals to 
enhance the offspring [ 2 ]. 

In this paper, simple crossover was used. 


Fig 1. Crossover Process 



F. Mutation 

Mutations are random changes done to a chromosome in 
order to get a good fitness value as shown in Fig. 2. Mutations 
are random changes which reintroduces the genetic diversity 
into the population [9]. 

Mutation can also be classified as 

a. Uniform mutation 

b. Non uniform mutation 

c. Multi-non uniform mutation 

In this paper, non uniform method is used where one variable 
(gene in a chromosome) is selected randomly and its 
equivalent is set to a non uniform random number. 
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Fig 2. Mutation 
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Then afterward finishing every last one of above steps, if the 
desired criteria are met by the coefficients, then it’ll stop, 
otherwise the process will be continued along with the new 
generated offsprings as a population until the required 
specifications met. 

v. Design procedure 

Here, the aim is to design a FIR filter with desired frequency, 
magnitude response, and to optimize the filter coefficients this 
can be achieved by the following methods of proposed 
technique. 

A. A.Window method 

B. 1. On deciding the specifications of the filter that has to be 
kept constant for equiripple & genetic algorithms 

2. Design a filter using any window lets say hamming window 

3. Calculate the magnitude response & filter coefficients for 
particular filter length (in the paper N= 23 ). 

C. B. Implementation of equiripple algorithm 

1. We have to decide the filter specifications and the 
length. 

2. After deciding the length, 0J p (normalized pass band 

edge) (normalized stop band edge), the main idea of 

equiripple algorithm starts with taking reference set as 
explained in section II before. 

3. The magnitude response of the filter designed is 
compared with the desired magnitude response and error E(co) 
is calculated. 

4. 4.If error is more i.e. magnitude response of filter 
observed are not coinciding with the desired magnitude 
response then a new reference set will be taken. 

5. 5. Again, the step repeats until error function is less than 
smallest number defined as SN in the programme, taken 
SN=le- 8 ) 

6. 6.If it is less than SN i.e. max (err) < SN, then result is 
displayed as converged. 

C.CSD conversion 

1. The filter coefficients thus obtained are converted into 
CSD format. 

2. They are converted into CSD format by using the 
MATLAB built-in function (csdigit) 

[a,p,n] = csdigit (num, range, resolution) 

Where; a is the CSD digit 
p is the positive part 
n is the negative part 
num = input number (decimal) 
range = maximum digits to the left of the 

decimal point 
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resolution = digits to the right of decimal point 
for example, 

csdigit(.25,2,2) represents xx.xx binary 
csdigit(.25,0,4) represents .xxxx binary 

D. Genetic algorithm 

1. The first step in genetic algorithm is to define the objective 
function 

f=max(err) 

err = W(co)(A(co)-D(co)) (12) 

2. The coefficients obtained in equiripple method is taken as 
initial population 

3. Then, we’ve to calculate fitness value for each individual 
in the population. 

4. Fitness value is calculated by the fitness function given 
below 

ff =- f + k(SONZ') (13) 

where, f is the objective function defined at the starting of the 
algorithm 
k=0.02 

SONZ=sum of non zeros in CSD digit. 

5. Two individuals (parents) who have fitness value more are 
selected for reproduction to produce offsprings. 

Eg: PI 00+00- 

P2 0+0000 
01 00+00 
02 0 + 00 - 

where PI, P2 are parents 
& 01, 02 are offsprings. 

6. After crossover, the next step is mutations (random changes 
of variables), so that it can produce better fitness value. 

7. If this population gives the desired frequency response with 
optimized filter coefficients, stop the algorithm otherwise 
include the offsprings & create a new generation & repeat all 
the steps as mentioned above. 

Fig 3. Shows the typical flow of the proposed algorithm 



VI. Results & discussions 

TABLE I. FILTER COEFFICIENTS 


CpgjfLei 

Fa lugs 

1,23 

2 -10 +2 -13 +2 -lB 

2,22 

2 -9 + 2-12 + 2 -15 

3, 21 

2~ s - 2~ 1Z + 2 -14 

4,20 

—2~ s - 2~ n 

5,19 

—2~ 6 + 2~ 8 - 2~ 10 - 2“ 13 - 2 -15 

6,18 

2~ s + 2 -10 + 2~ 12 - 2“ 15 

7 J7 

'■j 1 f 

5 j 2^ '7~ 

8,16 

2~ s - 2 -14 

9,15 

2~ 4 2~ 7 2 -1& -j- 2 -13 

10,14 

— 2~ 4 + 2~ 6 + 2~ e - 2~ 10 + 2~ 1: + 2~ 15 

11,13 

2~ 2 — 2 -+ — 2~ 6 + 2 -9 + 2 -13 

12 

2” 1 - 2 -3 + 2 -s -f 2 _a + 2 _i0 + 2~ 12 + 2 -14 


The TABLE I shows the filter coefficients obtained from 
windowing technique. 


TABLE n. FILTER COEFFICIENTS 


Coefficients 

Values 

1,23 

2-7 + 2 -i0 

2,22 

0 

3,21 

2_6 _ _ 2 -11 

4,20 

0 

5,19 

— 2 _s -f 2~ 7 - 2~ 9 - 2 -11 

6,18 

0 

7,17 

2 -4_ 2 -6 + 2 -9 - 2 -11 

8,16 

0 

9,15 

1-1 

1 

r-] 

1 

1 

r-j 

1 

in 

1 

C-] 

4- 

m 

| 

r-i 

1 

10,14 

0 

11,13 

2-2 + 2~ 4 + 2~ 9 - 2" 11 

12 

2~ l 


The TABLE II shows the filter coefficients obtained from 
equiripple algorithm. 


TABLE m. FILTER COEFFICIENTS 


Coefficients 

Values 

1,27 

2~ s 

2,26 

0 

3,25 

2~ 7 

4,24 

0 

5,23 

2 -6 
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Fig 6.Magnitude response obtained by genetic algorithm 


6,22 

0 

7,21 

_ 2 -5-I-2-e 

8,20 

0 

9,19 

— 2 -6 -|- 2 - "' 

10,18 

0 

11,17 

— 2~ 3 +- 2 -5 - 2 -e 

12,16 

0 

13,15 

2-2 + 2-5 

14 

2 _1 


The TABLE I shows the filter coefficients of FIR filter 
designed according to the windowing technique.TABLE II. 
shows the filter coefficients of FIR filter designed according 
to the equiripple algorithm. TABLEIII. Shows the filter 
coefficients of FIR filter designed according to the genetic 
algorithm. On comparision of TABLE I, TABLEII & 
TABLEIII it can be observed that non zero digits are reduced 
in coefficients obtained from genetic algorithm than in the 
equiripple algorithm coefficients or coefficients obtained in 
windowing technique. That proves the reduction in hardware 
complexity. 


Fig 4. Magnitude Response obtained by windowing technique 



Fig5. Magnitude Response obtained by equripple algorithm 
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The response shown in Fig 4. indicates the magnitude 
response of the FIR filter designed by windowing (hamming) 
method. It can be observed that the response has some 
fluctuations andpass band is not completely flat. The response 
shown in Fig 5. indicates the magnitude response of the FIR 
filter designed by equiripple method. It can be observed that 
the response is not purely flat in pass band and the Fig. 6. 
represents the magnitude response of filter designed 
according to genetic algorithm, in this it is obvious that the 
error has minimized to complete zero in the pass band i.e., the 
pass band is totally flat in Fig4. That means the error is 
completely minimized to zero in the pass band i.e., a flat 
response for pass band is a desired characteristic . 

Using MATLAB software to design a FIR filter by window 
method, an FIR filter with 23 coefficients and of wordlength 
15 satisfies the given specifications 
The same filter to be designed using equiripple algorithm 
it’ll cost 23 coefficients and wordlength 11. 

If such a filter is designed using proposed method (GA) an 
FIR filter with 27 coefficients and wordlength 8 satisfies the 
given specifications. 

It can be observed that GA has minimum wordlength so 
minimum hardware complexity and a desired frequency 
response. So it can be concluded that of all the three methods 
GA is the most optimum method. 

VII. Conclusion 

The proposed technique achieves the optimum number of 
coefficients required to get the desired frequency response 
with the optimum wordlength. Compared to window method 
& equiripple method the proposed technique results in about 
35-40% reduction in hardware cost. 

VIII. FUTURE SCOPE 

The magnitude response precision can still be increased by 
giving this obtained best genetic algorithm coefficients as a 
input to the another genetic algorithm procedure which has a 
fitness function defined for improving the precision of 
magnitude response. Currently I am extending this work with 
the above mentioned method. 
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